Arlington has seven established local historic districts that include over 300 uniQue properties worthy of protection. The districts are 
located near Arlington Center and on Lowell Street near Arlington Reservoir. The Arlington Historic Districts Commission has 
jurisdiction of alterations to all properties located within a designated local historic district. 



Information on this map is from the Arlington Geographic Information System (GIS) database and is intended for planning purposes only. 






















